When Sir Ali Imam resigned, Nawab Sir Faridoon Mulk Bahadur was
nominated as its president. He discharged his duties for one year and
on account of old age retired and was succeeded by Nawab Wali-ud-
Dowla Bahadur. Nawab Wali-ud-Dowla continued to be the president till
1925 when Maharaja Sir Kishen Pershad was made president by the con-
currence of the Viceroy, Lord Reading. (Detailed biographical sketches
are given in their proper places ).

245